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RETURN of the Number of Evictions throughout Ireland in the Quarter ended 
30th June, 1883. 
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IRELAND IN THE QUARTER ENDED 30th JUNE, 1883. 



Province. 


County. 


Evicted. 


Rc-admitted as Tenants. 


Re-admitted as Care- 
takers. 


Families. 


Persons. 


Families. 


Persons. 


Families. 


Persons. 


Munster, . 


Clare, .... 


•17 


19S 


2 




10 






Cork, E.R 


02 


265 


1 


1 


11 


73 




Cork, W.K 


44 


259 


1 


10 


21 


113 


» 


Kerry, .... 


118 


718 


1 


11 


32 


164 




Limerick, 


06 


322 


1 


3 


37 


129 




Tipperary, N.R., . 


13 


76 






3 






Tipperary, S.R., . 


US 


362 


17 


79 


18 


99 


” 


Waterford, . 


29 , 


130 


* 


' 


“ 


75 




Total, . 


434 


2,327 


34 


109 


137 


717 



SUMMARY. 



RETURN of tlie Number of Evictions throughout Ireland in the Quarter ended 
30th June, 1883. 



PROVINCE. 


Evicted. 


Re-admitted as Tenants. 


Re-admitted as Caretakers. 


Families. 


| Persons. 


Families. 


Persons. 


Families. 


Persons. 


ULSTER 


m 


1,103 


55 


217 


81 


345 


LEINSTER ; 


102 


721 


9 


40 


55 


260 


CONNAUGHT 


380 


2,008 


13 


65 


141 


763 


MUNSTER 


434 


2,327 


24 


109 


137 


717 


TOTAL, .... 


1,247 


6,159 


101 


431 


«* 


2,085 



R. BRUOE, 

Inspector-General . 

Royal Irish Constabulary Office, 

6th July, 1883. 
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